


WITH DETACHABLE MICROPHONE 


$89.95 

with these years- 
ahead features... 

• POWERFUL —throws voice 
upwards of half a mile— more 
over water! 

• DOUBLES as a P.A. System 
with detachable mike (supplied). 

• COMPACT (only 3% lbs.) 
self-contained, self-powered. 
Virtually unbreakable, shockproof, 
weatherproof. And the greatest 
feature of all— 

• GUARANTEED one full year 
against defects in normal use. 

• Complete with dynamic cardioid 
mike, 9 ft. extension cable, shoulder 
strap, batteries. 
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3121 Column Speaker with built-in transistorized power 
amplifier and floor stand, microphone, cable, cord 
for use with 12 volt battery, 8 size D dry cell 
batteries, and carrying case., and Mike Stand. 

Price $ 239.50 

3126 Column Speaker with built - in amplifier and 34 ft. 
cable for connection between two columns, 8 size 
D dry cell batteries, and carrying case. 

Price $ 189.50 

1489 AC Adapter for 110 to 220 volts, 50-60 cycles. 

Price $ 37.50 












